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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 188864 

40 

ORIGIN COME-OO 

INFO OCT-01 EB-07 ISO-OO NEA-10 /018R 

DRAFTED BY COM/BIC/CAGNE/CLOUSTAUNAU:SDW 
APPROVED BY F.B/OC A/CM:T . AKT JEFORTH 
COM/BIC/CAGNE/PBHALE 

011547 

R 090108Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY DOHA 

UNCLAS STATE 188864 

E.O. 11652: N/A 

TAGS: BEXP, QA 

SUBJECT: MAJOR PROJECT: SUBCONTRACT FOR DOHA HOSPITAL 
REF: DOHA 807 

1. REFTEL UNEARTHED FROM WRONG FILE DRAWER AUGUST 6. 

2. CRAIG BRIDGEMAN, CHEMI-TRON, TELEXED PREQUALIFICATION 
INFO TO RYAN CROCKER MAY 29 AND RECEIVED ACKNOWLEDGING 
CABLE JUNE 1. BRIDGEMAN WAS OF OPINION THAT THIS WAS ALL 
THAT WAS NECESSARY TO PREQUALIFY. HE DOES NOT 
REMEMBER WHETHER HE SENT LITERATURE TO LLEWELYN DAVIES, 
THOUGH HE WAS GIVEN COMPANY'S ADDRESS. 

3. WOULD APPRECIATE REPORT ON CURRENT STATUS. BRIDGEMAN 
STILL VERY INTERESTED IN PROJECT AND WILL SEND ANYTHING 
FURTHER THAT IS NECESSARY IF THERE IS STILL TIME. 

4. REALIZE AND REGRET THAT THIS OPPORTUNITY HAS MORE THAN 
LIKELY PASSED. EFFORT WILL BE MADE TO SEE THAT THIS SORT 
OF OVERSIGHT DOES NOT REOCCUR. KISSINGER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 88864 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SDW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750276-0113 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750866/aaaacfts.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 DOHA 807 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 DEC 2002 by ReddocGW>; APPROVED <09 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SUBCONTRACT FOR DOHA HOSPITAL 
TAGS: BEXP, QA 
To: DOHA 
Type: TE 
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